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CAUTION 
WITH D4942-1 FLOOR PROTECTOR INSTALLED 
MAXIMUM DISTRIBUTED FLOOR LOAD: 50 LB/FT 
2 (244 KG/M 
2 
) 
MAXIMUM TOTAL COMPARTMENT LOAD: 293 LB (133 KG) 
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05119-1 PLACARD 
RELEASED 
I 
2014 -07- 0.2ff 


NOTES: 
1) MATERIAL: 
BLACK LETTERS 
ON WHITE ADHESIVE 
BACK VINYL. 
MANUFACTURED 
FROM 3M, 7 MIL MASKING 
FILM #8522CP 
OR AVERY 
IPM #2031 
2) FINISH: N/A 
3) TOLERANCES: 
PER DART aSI 018 UNLESS OTHERWISE 
NOTED 
4) UNITS: INCHES UNLESS OTHERWISE 
NOTED 
5) BREAK SHARP EDGES: 
N/A 
6) IDENTIFICATION: 
N/A 
7) WEIGHT: 
N/A 
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